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FIRST ARTICLE INSPECTION CHECKLIST 
Inspection Sheet Actual Method of 
+/-0.010 


Dimension 
2.680 +0.005/-0.000 o OE 


Tolerance 


2.680 +0.005/-0.000 
2.687 +0.005/-0.00 


+0.005/-0.000 
2.930 +0.005/-0.00 


(=) 


3.067 +0.005/-0.000 
3.205 +0.005/-0.00 


3.358 +0.005/-0.00 


3.378 +0.005/-0.000 


3.500 +0.005/-0.000 


2.680 +0.005/-0.000 


2.680 +0.005/-0.000 


a +/-0.010 


2.687 +0.005/-0.00 


2.793 +0.005/-0.00 


oO 


2.930 +0.005/-0.00 
3.067 +0.005/-0.00 
3.205 +0.005/-0.00 


oO 


oO 


3.358 +0.005/-0.000 


3.378 +0.005/-0.000 
3.500 +0.005/-0.000 


+/-0,020 


0.127.82 
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WALL THICKNESS MEASUREMENT 


—— READING 1 
—— READING 7 


—— READING 2 
—— READING 3 
— READING 4 
READING 5 
—— READING 6 


Deviation 
Location Aw TOLERANCE 
max-min 
READING 1 
L= 0” 


READING 2 


Calibration Result 
Actual Block Thickness: 
Sitescan 250 Measured Thickness: 


Cc 
New Issue P/O D212-664-209 


Dwg Rev updated 
all thickness form added 
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